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2.  Information  contained  In  this  report  is  provided  to  insure  appropriate 
benefits  In  the  future  from  lessons  learned  during  current  operations  and 
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SUBJECT:  Operational  Report  of  Headquarters  63rd  Signal  Battalion 

(A rmy)  for  Period  aiding  31  Ootober  1966,  RCS  C3F0H-65  (Rl) 


SEE  DISTRIBUTION 


1*  Section  1,  Operations:  Significant  Activities 

a.  General 

(1)  During  this  reporting  period  the  63rd  Signal  Battalion  continued 
to  ovolve  into  a  more  stable  operation.  Subordinate  eleiaents  of  the 
battalion  in  outlying  areas  concentrated  on  the  improvement  of  communications 
facilities  and  other  areas.  Significant  improvement  was  mado  in  living 
quarters.  In  some  areas  quarters  were  converted  from  tentage  to  sea  huts 

or  frame  supported  tentage. 

(2)  Basically,  the  mission  of  the  battalion  remained  unchanged  during 
the  quarter.  Several  new  sites  woro  established  which  added  to  the 
battalion's  area  of  responsibility.  Some  systems  and  sites  were  deactivated 
as  the  noed  for  them  ooasod  to  exist.  The  mission  of  corps  signal  support 
continued  to  be  the  rearrangement  of  communications  systems  as  the  tactical 
situation  changed. 

(3)  Provisional  Corns  Vietnam  (PCV)  was  redesignated  XXIV  Corps 
during  this  poriod.  This  had  littlo  effect  on  the  mission  of  tho  63rd 
Signal  Battalion  who  continued  to  provide  quality  communications  in  the 
two  northommost  provinces  of  the  Republic  of  South  Vietnam. 

(4)  The  redeployment  of  the  Marine  units  out  of  the  Phu  Bai  area 
ouused  qome  shifting  of  communications  responsibilities.  This  was 
particularly  true  with  regard  to  cable  systems  and  distribution  which  had 
been  installed  end  maintained  by  the  Marines.  The  redeployment  also  changed 
the  responsibility  for  base  defense  communications  and  convoy  control 
communications  in  the  area  souty  of  Phu  Bai.  All  of  these  shifts  of 
responsibility  affected  the  63rd  Signal  Battalion  either  directly  or 
indireotly. 
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* 

(5)  During  the  reporting  period  the  I  Corps  Tactical  Zone  Provisional 
Signal  Croup  was  activated  and  located  at  Phu  Bai.  Although  the  63rd  Signal 
Battalion  was  not  scheduled  to  come  under  the  new  group's  operational 
control  until  the  next  quarter  informal  liaison,  briefings  and  mutual 
assistance  began  in  order  to  ensure  a  smooth  transition  once  the  group 
became  fully  operational. 

(6)  The  orgmisational  structure  of  the  battalion  to  include  organic, 
assigned  one-  attached  units  under  the  battalion's  operational  control 

ore  listed  in  Inclosuro  1. 

b*  Activities* 

(1)  On  4  August  1968  an  ANAftO-112  multi-channel  radio  terminal  was 
airlifted  into  Landing  Zone  Berohtesgarden  in  support  of  Operation 
Sommerset  Plain.  The  AN/HRC-112  was  used  to  provide  four  voice  oircuits 
between  Eagle's  Host  and  Berchtosgarden  in  support  of  101st  Airborne 
Division  requirement s. 

(2)  On  9  August  two  Mode  V  Autodin  circuits  (SM2L>1  and  SMP-7)  were 
activated.  The  installation  of  the  Mode  V  Autodin  terminal  at  the  -•’hu  Bai 
Amy  Area  Conmunlcetions  Center  provided  two  direct  circuits  to  the  Nha 
Trang  Autodin  Switching  Facility.  The  new  faeility  helped  signifioantly 
to  reduce  the  oomrocenter  service  rate.  With  the  new  facility  the  63rd 
Signal  Battalion  entered  into  a  new  era  of  communications,  i.e,  high  speed 
data  transmission. 

(3)  On  12  August  a  cement  pad  was  poured  at  the  Quang  Tri  Air  Signal 
Site  for  an  AN/faTC-9  switchboard.  The  switchboard  was  programmed  to 
improve  the  area  telephone  service  to  subscribers  in  the  ruang  Tri  area. 

The  cement  pad  was  positioned  adjacent  to  the  existing  signal  complex  so 
that  the  existing  bunker  could  be  extended  to  include  the  cn/itohboard. 

(4)  On  18  August  the  AB-216  tower  at  'juang  Tri  was  dismantled  for 

repairs.  Due  to  unknown  causes  one  of  the  base  legs  had  been  damaged, 

causing  it  to  separate  and  placing  the  tower  in  danger  of  twisting  and 

falling.  All  antennas  which  were  on  the  tower  were  removed  and  placed  on 

tastical  masts. 

* 

(5)  On  19, August  the  AB-216  tower  at  Quang  Tri  Air  was  rebuilt  and 
extended  frorirlts  original  78  feet  to  114  feet.  This  action  provided 
the  increased  ability  for  more  systems  over  greater  distances. 

(6)  On  21  August  the  communications  support  requirement  for  Operation 
Sommerset  Plain  was  terminated  and  the  equipment  was  extracted  for 
rehabilitation  in  preparation  for  future  operations. 
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*  . 

(7)  On  21  August  the  63rd  Signal  Battalion  was  tasked  with  the 
responsibility  of  conducting  the  perimeter  defense  of  approximately  half 
of  the  Phu  Bai  post.  Tho  perimeter  defense  responsibilities  in  o33onoe 
gave  the  battalion  tho  largest  infantry-type  mission  of  any  signal  battalion 
in  the  Ropublio  of  South  Vietnam. 

(8)  On  26  August  all  telephone  subscriber  circuits  and  trunks  on  the 
AI'l/HTC— 1  switchboard  belonging  to  the  501  st  Signal  Battalion  were  cut  over 
to  an  AN/llTC-1  owned  and  operated  by  the  63rd  Signal  Battalion.  This 
aotion  was  taken  to  allow  the  rehabilitation  of  the  501st  AN/HTC-1 . 

(9)  On  1  September  an  event  extremely  significant  to  the  battalion 
took  place.  The  new  battalion  headquarters  building  was  opened  and 
occupied  by  the  battalion  commander.  Although  not  directly  connected  with 
communications,  the  new  headquarters  building  provided  increased  efficiency 
for  the  battalion  activities.  It  was  a  proud  day  for  the  battalion  as  the 
entire  project  had  been  accomplished  on  a  "self-help"  basis. 

(10)  On  2  September  a  USARV  directed  AN/GRC-163  radio  school  commenced 
at  the  63rd  Signal  Battalion.  The  sohool  ran  for  a  month  and  was  taught 
bjr  ECOM  New  Equipment  Teem  (NET)  representatives  from  CONUS,  Instruction 
included  the  mounting  of  the  equipment  (both  in  i  ton  trucks  and  on  ton 
trailers),  operation  and  operator  maintenance.  Major  units  providing 
student  input  were  the  1st  Air  Cavalry  Division,  the  101  st  Airborne  Division, 
the  Americal  Division,  1st  Brigade/5th  Mechanized  Division,  and  the  63rd 
Signal  Battalion.  During  the  course  101  students  were  trained.  At  the 
conclusion  of  the  school  the  1st  Cavalry  Division,  the  101st  Airborne 
Division  and  the  l/5  Mechanized  Division  wore  each  issued  two  AN/GRC-163 
radio  terminals, 

(11)  On  2  September  an  AN/MRC-112  four  chrnnel  radio  system  was  installed 
between  Dong  Ha  and  Camp  Carroll  in  support  qf  tho  108th  Artillery  Group, 

(12)  On  4  September  the  63rd  Signal  Battalion  area  of  operation  was 
hit  by  Tropical  Storm  Betsy.  Tho  storm  had  40-50  knot  winds  and  very  heavy 
rains.  It  degraded  communications  provided  by  this  battalion  to  some 
extent.  The  Quang  Tri  City  site  became  flooded  and  had  to  be  shut  down 
because  the  high  water  level  was  a  safety  hazard  to  the  power  distribution 
system."  The  heavy  downpour  in  the  'Along  Tri  City  area  was  such  that  a 
state  of  emergency  was  declared  tiiroughout  the  entire  area.  To  prevent 
recurrence  vans  positioned  at  the  site  were  raised  nnd  power  distribution 
systems  wero  elevated.  Betsy  also  caused  problems  with  the  outside  cable 
plant,  because  water  ontered  some  of  the  splices  which  were  wrapped  with 
tape  rather  than  cased  due  to  non-availability  of  splice  cases.  In  the 
final  analysis  it  can  be  said  that  Betsy  found  this  battalion  ready  and 
prepared,  howover,  wo  did  learn  valuable  lessons  in  preparing  for  future 
storms. 
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(13 )  Cb  11  September  the  544th  Trope  Detachment  arrived  in  Phu  Bai 
with  two  AN/TRC-129  radio  terminals.  These  terminals  were  used  in  a  project 
that  celled  for  rearranging  of  Tropo  and  VHF  systems  resulting  in  the 
closeout  of  the  Hue  Tropo  site.  This  project  was  extremely  important  as 
Hue  Tropo  site  was  the  most  vulnerable  site  in  the  battalion's  area  of 
responsibility.  The  site  had  been  beseiged  during  TET.  Rather  than  take 
the  chAnoe  the  enemy  might  destroy  or  beseige  the  site  again  the  rearranging 
project  did  away  with  the  requirement  for  the  site  altogether. 

(14)  On  15  September  an  SB-86  switchboard  was  installed  at  the  Hue 
Citadel  site  in  support  of  the  MACV  Advisors  to  the  1st  ARVN  Division. 

(15)  On  15  September  a  12-channel  VHF  system  was  installed  between 
Quong  Tri  City  and  Quang  Tri  Air  to  provide  access  to  a  1 2  channel  ICS 
extonslon  opening  in  Quang  Tri  City. 

(16)  Cb  17  September  a  12-channel  VHF  system  was  installed  between 
Phu  Bai  VHF  site  and  Camp  Eagle*  This  additional  system  v/as  required  due 

to  the  rapid  deterioration  of  the  Phu  Bai-Gia  Le-Eagle  telephone  distribution 
cable.  Long  range  solution  to  the  problem  has  been  the  a:iproval  of 
a  new  cable  uroject  in  that  area. 

(17)  Ob  23  Septomb.r  a  test  system  that  had  boon  operational  between 
Phu  Bai  and  Cia  Lo  (1 2- channel  VHF;  was  officially  activated.  Again,  this 
system  was  required  due  to  deterioration  of  the  Phu.  Bai-Gia  Le  cable. 

(18)  Ob  22  Septombcr  1968  the  Wunder  Boaoh  Signal  Complex,  which  had 
boon  in  support  of  elements  of  the  26th  Gonoral  Supj.-ort  Group,  closed 
out.  Tho  support  units  in  that  area  relocated  in  advance  of  tho  high 
water  expected  during  the  monsoon  soason  and  thus  terminated  tho  requirement 
for  signal  support  in  that  aroa. 

(19)  On  24  September  tho  BBH59  system  was  cutovor  from  Kuo  Tropo  site 
to  Hue  KACV  site.  This  was  phase  I  of  the  elimination  of  the  Hue  Tropo 
site. 

(20)  On  23  September  Task  Force  X-Ray  evacuated  their  communications 
center  adjacent  to  tho  Phu  Bai  Army  Area  Communications  Cunter.  The 
following  day,  24  September,  tho  Phu  Bel  Army  Aroa  Communications  Center 
expanded  into  the  evacuated  area. 

(21)  Cb  26  September  tho  BBT22  system  (Phu  Bai  to  Dong  Ha)  was  cutover 
from  the  Phu  Bai  Tropo  site  to  the  Phu  Bol  VHF  site.  This  was  Fhaso  II 

in  the  elimination  of  Hue  Tropo  sito. 
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(22 )  On  30  September  the  3BT21  system  (Hue  Tropo  to  Ca  Lu)  was  cutover 
from  Hue  Tropo  to  Hue  i’lACV,  This  was  phase  III  in  tho  elimination  of  tlie 
Hue  Tropo  site, 

(23)  On  3  October  circuits  aid  trunks  on  the  63rd  Signal  Battalion  MTC-1 
at  Camp  Eagle  were  re  terminated  in  the  501st  HTC-1  which  had  been  rehabilitated 
(See  Item  8), 

(24)  On  6  Octobor  tho  Hue  MAGV  site  was  rewired  to  divide  tho  load  on 
pharos  and  allow  for  immediate  cutover  to  back-up  power.  Hue  MACV  had  long 
been  a  problem  with  regard  to  power  due  to  tho  inadequate  in-house  wiring. 

The  final  solution  will  not  bo  roalized  until  a  work  order  is  honored  for 
the  total  rewiring  inside  tho  site, 

(25)  On  6  Octobor  two  AN/TCC-7  switchboards  roplncod  the  existing 
AilAlTC-1  at  Carap  Evans.  This  was  designed  to  improve  telephone  communications 
in  that  aroa.  The  full  of  "iciency  of  the  board  will  not  bo  realized  until 
completion  of  adequate  outside  plant  distribution.  Recent  developments  at 
Camp  Evans  make  all  futuro  plans  questionable  since  major  troop  units  are 
being  withdrawn  from  the  area. 

(26)  On  9  October  an  AN/GRC-163  four-channel  VHF  system  was  installed 
between  Ton  I'y  Port  and  Phu  Bai  to  support  olcmonts  of  the  26th  General 
Support  Group  located  at  the  port  facilities. 

(27)  On  9  Octobor  a  12-ohannol  VHF  test  system  was  installed  between 
Cu  Lu  and  Don r  Ha,  The  pur  x>3e  of  tho  test  was  to  determine  adequacy  of 
tho  path. 

(28)  On  13  October  the  BBH92  system  was  reterminated  from  Fire  Support 
Base  Bastogne  to  Fire  Support  Base  Roy, 

(29)  On  15  October  the  battalion  assumed  operational  control  of  all 
AUTOSEVOCOM  in  the  northern  I  Corps  Tactical  Zone, 

(30)  On  21  October  a  van  mounted  DU  I  VAC  1004  data  transceiver  terminal 
arrived  in  Phu  Bai  from  Da  Hang.  The  1004  was  programmed  to  replace  the 
mode  V  Autodin  terminal  which  had  been  installed  in  the  Amy  Area  Councenter 
on  9  August. 

(31 )  On  19  October  a  12-channel  VHF  system  was  established  between 
Landing  Zone  Anzio  and  Camp  Eagle  in  support  of  the  101st  Airborne  Division. 

The  equi  raent  was  taken  from  Fire  Support  Base  Roy,  ending  the  communications 
support  there. 
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(32)  On  22  Ootobor  the  Hue  Tropo  site  was  completely  closed  down  and 
all  equipment  moved  to  Phu  Bai,  The  dosing  of  Hue  Tropo  removed  the  most 
vulnerable  site  from  the  battalion's  area  of  operations* 

(33)  On  22  October  the  UdIVAC  1004  Data  Transceiver  Terminal  was 
activated  at  11m  Dad  in  the  battalion  motor  pool*  It  operated  in  tho  receive 
tfno  mode  only,  requiring  that  tho  tapes  be  processed  through  run-off 
positions  in  tho  ooraracenter. 

(34)  On  23  October  two  each  Mode  V  Autodin  vans  arrived  at  Pliu  Bai. 

Tho  terminals  will  be  installed  at  Camp  Eagle  and  Camp  Evans,  giving 
subscribers  in  those  areas  Autodin  access* 

(35)  On  25  Ootobor  thu  U1TIVAC  1004  van  was  moved  from  the  motor  pool 
to  a  prepared  position  bohind  XXIV  Corps  Headquarters  and  adjacent  to  tho 
Phu  Bai  Array  Aroa  Ccmncenter. 

(36)  On  26  Ootobor  the  ilTC— 1  ownod  by  tho  63rd  Signal  Battalion  was 
plaoed  in  tandem  with  the  iiTC-1  owned  and  operated  by  tho  501  st  Signal 
Battalion*  This  configuration  dll  serve  as  an  intorim  Amy  Aroa  Switchboard 
u>  til  replaced  by  an  AN/hTC-9. 

(37)  On  26  Ootobor  an  AN/TRC-24  tost  system  was  established  between 
Phu  Bai  and  Hue  Citadel.  The  system  proved  to  bo  of  excellent  quality. 

(38)  On  28  Ootobor  tho  lioc!e  V  Autodin  torminal  became  operational  at 
Camn  Evans.  A  bonofit  derived  from  this  was  loss  relay  traffic  through  the 
Phu  Bai  Array  Area  Coramcontcr. 

(39)  On  30  October  the  test  systora  between  Phu  Bai  and  Hue  Citadel  was 
deactivated  and  tho  oq/ipraont  used  to  install  a  system  between  Phu  Bo.  end 
Tan  hjr  Port. 

(40)  On  31  Ootober  the  JIIIVAC  1004  went  to  JANAP  128  nodo  providing 
tapo  and  hard  co  y  thus  relciving  tho  Array  Aroa  Comrac  enter  of  the  oxco3Sivo 
backlog  that  hod  dovclopod. 

(41) .  On  31  Ootobor  the  "Talk  Quick"  station  at  Phu  Bai  was  deactivated. 

o.  Personnel  and  Administration  * 

(l)  During  tho  past  quartor  tho  battalion  suffored  critical  shortages 
in  various  military  occupational  specialties.  Despito  these  shortages  the 
battalion  whs  still  able  tp  perform  its  mission  in  a  highly  efficient  arid 
professional  manner. 

*•  • 
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(2)  The  normal  rotation  of  personnel  still  presents  a  problem  in  that 
vacancies  are  not  being  filled  rapidly  enough  by  replacements.  The  battalion 
will  lose  175  personnel  during  the  month  of  January  through  normal  DEROS. 

This  number  represents  approximately  23#  of  current  assigned  strength.  The 
21st  Signal  Croup  has  initiated  a  program  whereby  personnel  presently 
assisted  within  the  group  are  being  reassigned  to  the  battalion.  This 
program  has  been  instrumental  in  eliminating  oritical  shortages  in  certain 
military  occupational  specialties, 

(3)  In  the  area  of  finance,  a  very  vexing  and  time  consuming  situation 
has  been  rectified  with  the  relocation  of  finance  to  the  Fhu  Bel  area.  A 
finance  office  in  Phu  Bai  has  saved  a  great  number  of  man  hours,  since 
before  relocation,  .ersonnel  were  required  to  travel  to  Da  Hang,  to  solve 
any  pay  problems.  The  oroblera  of  in  and  out  processin-  with  respect  to 
finance  has  been  largely  eliminated.  The  organisation  has  r.  good  savings 
program,  and  .anticipation  should  Increase  as  more  personnel  become  aware 
of  the  Phu  Bai  finance  office.  The  personnel  of  the  battalion  displayed 
their  benevolence  by  contributing  the  highest  amount  during  the  recent 

AER  campaign.  With  the  relocation  of  a  finance  unit  to  Phu  Bai,  the 
battalion's  financial  problems  have  boen  largely  eliminated. 

(4)  The  in-country  mail  service  between  Phu  Bai  arid  higher  headquarters 
continues  to  be  a  matter  of  concorn.  In  some  instances  correspond  once  is 
received  aftor  the  established  suspense  date.  The  delay  of  mail  is  largoly 
duo  to  climatic  conditions.  The  organisation  has  established  courier 
routes  on  a  regular  basis.  The  use  of  couriers  has  been  quito  successful 

in  reducing  the  time  elomont  in  the  movement  of  correspondence.  Howevor, 
during  heavy  monsoon  rains  couriers  are  dolayod  due  to  adverse  road 
conditions. 

(5)  An  offective  awards  program  is  in  operation  vithin  all  units  of 
the  battalion.  It  is  highly  do  sir  able  that  awards  be  mado  while  tho 
recipient  is  still  a  member  of  t.hn  commend,  However,  awards  may  not  bo 
submitted  until  90  days  prior  to  DEROS,  This,  coupled  with  the  long  delay 
in  obtaining  approval,  means  the  recipient  has  do  arted  from  tho  unit 
before  approval.  A  solution  to  this  oroblera  would  be  to  submit  awards  as 
soon  as  it  is  felt  an  individual  should  bo  so  honored.  In  this  manner  tho 
award  could  possibly  bo  presented  while  tho  recipient  is  still  in  tho 
command.  This  would  onhance  the  moaning  and  effectiveness  of  the  award. 

Some  problems  have  been  encountered  in  submitting  awards.  These  problems 
are  incorrect  terminology  and  incomplete  information.  These  problems  will 
be  eliminated  as  personnel  become  more  familiar  with  the  processing  of 
awards.  Hie  battalion  has  a  functioning  awards  program.  It  is  imperitivo 
that  individuals  deserving  awards  receive  them.  This  is  a  matter  of 
battalion  policy. 
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(6)  Satisfactory  progress  wa.s  not  made  in  the  battalion  civilianization 
program.  The  battalion  was  authorized  22  personnel  under  the  augmentation 
program.  However,  these  slots  were  reduced  to  18.  An  interpreter  was 
hired  to  facilitate  the  hiring  of  all  indigenous  personnel.  Sinco  there  is 
limited  Civilian  Personnol  Office  support  in  the  Phu  Bai  eroa,  it  is 
necessary  to  employ  the  services  of  the  Civilian  Peroonnel  Office  in  Qui 
Hhoc,  All  perjonnol  under  the  /mgraontation  program  have  been  hired  but 
porsonnol  for  the  5/6  civilianization  program  aro  not  available  in  Phu  Bai. 
Personnel  in  this  program  will  be  employed  as  switchboard  operators.  As 
such,  they  will  requiro  a  groat  dogroo  of  English  language)  proficioncy.  The 
pay  scale  at  present  is  too  low  to  hire  anyono  with  English  language  ability. 

It  is  folt  that  a  functioning  Civilian  Porsonnol  Offico  and  a  higher  pay 
ocrlo  would  attract  more  individuals  with  English  languago  ability.  This 
would  bo  qui  to  beneficial  to  tho  local  national  hire  program. 

d,  Soeurityt 

(1)  During  tho  reporting  period,  17  SECRET  cloaroncoB  to  re  grantod. 

No  TOP  SECRET  or  CONFIDENTIAL  clearances  woro  grentod.  Cryptographic  aoooss 
was  authorised  for  66  personnel.  Ho  security  violations  occurred  during  tho 
reporting  poriod. 

(2)  Command  onphasis  continues  to  be  placod  on  camrjiuiication  security. 
During  tho  reporting  poriod  emphasis  has  boon  placed  on  tho  rehabilitation 
of  poracttnol  and  equipment  bunkers  that  wore  damagod  by  typhoons.  A 
vigorous  program  of  socurity  inspection  of  both  site  physical  security  and 
safeguarding  of  olassifiorl  raptorial  romains  in  offoet. 

(3)  The  doaotivation  of  tho  Huo  Tropo  sito  v/hich  was  considorod  to 

bo  tho  battalion's  most  vulnornblo  sito  has  greatly  improved  tho  battalion's 
physical  socurity  posturo. 

(4)  Tho  63rd  Signal  Battalion  rotainod  tho  responsibility  for  tho 
dofonsd  of  the  Echo  Sector  of  the  Phu  Bai  Defensive  Perimeter.  This  sector 
of  tho  porlmotor  is  approximately  1600  motors  long.  Construction  end 
rehabilitation  of  bunkers,  tronoh  linos  and  barriers  is  continuous  duo  to 
tho  hoavy  rainfall  in  this  area.  Tho  Echo  Sootor  continues  to  bo  tho  most 
strongly  defondod  soctor  of  tho  Phu  Bai  Base  Perimotor. 

o*  Safoty* 

(l)  Command  emphasis  continues  to  bo  placed  on  vohiclo  safoty.  Tho 
following  roeordablo  aocidcnts  occurrod  during  tho  quartor:  Porsonnol 
in juriodt  twoj  Vohiclo  accidonts}  two.  This  roprosonts  a  335  docroasc  in 
vohiclo  accidents  end  a  100$  incroaso  in  porsonnol  injurios  over  tho  past 
quarter. 
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(2)  Accident  Exposure  for  the  Quarter: 


MONTH 

MAI? -DAYS 

MILEAGE 

August 

Military  -  23,910  Days 
Civilian  -  2,880  Hours 

67,397 

September 

Military  -  24,360  Days 
Civilian  -  2,880  Hours 

61,517 

October 

Military  -  23,300  Days 
Civilian  -  2.880  Hours 

59,372 

Total  for  Quarter 

Military  -  71,570  Days 
Civilian  -  8,640  Hrs 

188,286 

f.  Training: 

(1 )  The  mandatory  training  program  within  the  63rd  Signal  Battalion 
is  improving  significantly  as  time  passes*  Mandatory  training  is  being 
scheduled  and  conducted  IAN  pertinent  1st  Signal  Brigade  Regulations. 

(2)  In  the  area  of  training  records  and  administration  there  has  been 
much  improvement.  Command  emphasis  is  being  stressed  to  insure  that  training 
records  are  being  maintained  IAW  the  governing  regulations  and  that  till 
necessary  information  is  entered  on  personnel  records. 

(3)  The  OJT  progra.i  is  still  relied  on  he&vily  although  the  records 
|o  not  indicate  it  in  all  oases.  The  OJT  program  lias  been  the  key  to  the 
successful  operation  of  the  battalion  ea  .dcially  in  the  oritiool  HOS  fields* 

(4)  The  unit  cross-training  programs  have  been  relatively  successful 
in  filling  certain  key  positions.  This  has  worked  extremely  well  whero 
related  MOS’s  are  involved. 

(5)  Additional  training  has  been  conducted  in  weapons  and  officer 
development,  All  personnel  who  pull  perimter  defense  duty  receive  training 
on  their  basic  weapon,  mines,  litres,  patrolling,  and  related  subjects.  The 
officer  training  program  is  designed  to  fill  the  experience  gap  which  is 
common  under  the  rapid  promotion  policies  now  in  effect, 

(6)  Maximum  utilization  is  being  made  of  the  TJS  Army  Training  Facility, 
1st  Signal  Brigade,  mid  has  proved  Very  helpful.  The  cable  splicing  course, 
circuit  restoral  course,  and  technical  facilities  controllers  course  have 
bcon  especially  useful. 
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g.  Logistics: 

(1)  The  logistic  posture  of  the  battalion  has  improved  over  the 
previous  quarter.  Hie  added  experience  gained  by  the  logistical  staff  as 
well  as  that  of  the  companies  has  improved  the  logistical  operations  within 
the  battalion*  The  Army  support  units  which  moved  into  tliis  area  during  the 
last  quarter  still  have  not  been  able  to  provide  the  support  needed.  The 
support  is  still  limited  by  the  lack  of  repair  parts  in  the  system  and  the 
large  quantities  of  equipment  that  are  flooding  it  for  repair.  Requisitions 
placed  through  our  support  are  not  being  properly  processed.  This  has  caused 
delay  in  obtaining  the  requisitioned  parts  which  consequently  delays  repair 
of  equipment  in  organisational  maintenance.  The  present  situation  i3  expected 
to  improve  as  the  support  units  are  able  to  better  accomplish  their  mission, 

(2)  Power  equipment  remained  a  serious  oroblem  during  this  reporting 
period.  Operational  commitments,  dispersion  of  signal  sited,  continuous 
use  of  overaged  generators,  environmental  factors  (hcr.t,  sand,  rain)  and 
lack  of  sparo  p-rts,  combined  to  reduce  tho  power  capability  of  the  battalion 
to  a  critical  iow.  Requisitions,  controlled  substitutions,  and  requests  for 
assistance  have  been  made  through  all  appropriate  command  and  staff  channel. 
At  tho  presont  time  relief  is  now  just  beginning  to  be  received  by  the  filling 
of  some  of  our  requisitions  for  generators. 

(3)  Building  materials  are  still  extremely  difficult  to  obtain.  Conse¬ 
quently,  many  projects  for  bunkoring  and/or  construction  expansion  are  at  a 
standstill.  It  is  understood  that  the  majority  of  the  required  materials 

are  available  through  supply  channels,  however  the  time  differential  between 
the  roquest  and  the  fill  is  inordinately  long  due  to  the  many  approvals 
required,  i.e.  Local  engineers,  1st  Log  command,  and  finally  the  Navi 
Support  Activity  in  Da  Nang,  Some  relief  has  been  obtained  by  kooping  a 
Liaison  Sergeant  in  Da  Hang  who  coordinates  with  depot  and  obtains  some  of  the 
required  materials. 

(4)  Adequate  facilities  for  IMS  wore  obtained  during  this  reporting 
period  by  tho  acquisition  of  an  additional  Butler  building.  The  IMS  has 
opera  tod  from  a  limited  shop  space  end  maintenance  vans  for  the  par,t  7  months. 
The  move  to  the  butler  building  has  eliminated  many  problems  and  created  a 
raoro  effective  and  efficient  operation.  The  butler  building  provides  total 
shop  Integra ty,  in  that  all  maintenance  will  be  performed  in  the  shop  and 
supervisors  will  have  direct  control  over  the  technicians.  With  the  added 
spaco  for  is  mo  and  recouping  the  necessity  of  storing  electronic  equipment 
in  conoxes  is  eliminated.  Technical  supply  now  has  necessary  storage  space 
for  PLL.  The  PLL  is  also  socurod  end  not  subject  to  weather  damage .  IMS 

has  operated  from  power  provided  by  generators,  which  when  inoperative  have 
been  responsible  for  many  lost  manhours.  The  butler  building  is  provided 
with  commercial  power  which  will  eliminate  lost  manhours  caused  by  generator 
failure.  Tho  Butler  building  is  located  on  bettor  roads  and  within  proximity 
of  a  majority  of  signal  sites  which  vd.ll  reduce  equipment  damaged  in  transit. 
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h.  Operations: 

(1 )  During  the  reporting  period  the  battalion  participated  in  operation 
Somerset  Plain.  The  operation  was  implemented  in  an  effort  to  clear  enemy 
activity  in  the  A  Shau  Valley. 

(2)  A  summary  of  systems  activations  and  deaotivations  follows: 


BBH5A 

EGL-EGN 

18  Aug 

Deactivated 

BBH5B 

PHB-GAE 

23  Aug 

Activated 

BBH82 

QTA-WUB 

27  Aug 

Deactivated 

BBH6B 

DGK-CCL 

7  Sep 

Activated 

BBH7B 

PHB-EGL 

24  Sep 

Activated 

BBH8B 

QTA-QTR 

15  Sep 

Activated 

BBH9B 

HUN-PHB 

28  Sep 

Activated 

BBH5C 

PHB-TMY 

7  Oct 

Activated 

BBH65 

HUE-HUN 

18  Oct 

Deactivated 

(3)  Following  facilities  established: 

(a)  VHF  Systems:  22 

(b)  Microwave  systems:  1 
(e)  Arny  Tropo:  3 

(4)  The  63rd  Signal  Battalion  operates  9  switchboards  in  the  Norther.: 

I  Corps  Tactical  Zone  at  this  time  with  one  additional  to  be  installed  in 
the  very  near  future.  There  are  8  area  switchboards  and  one  TOC  switchboard 
of  the  XXIV  Corps  Headquarters.  Base  camp  telephone  service  is  provided 

at  7  locations.  (Fhu  Bai,  Gia  Le,  Camp  Evans,  Quang  Tri  City,  Quang  Tri 
Air  Base,  and  Dong  Ha).  An  area  cable  distribution  system  is  maintained 
at  Phu  Bai  and  new  distribution  systems  are  scheduled  for  Gia  Le,  Camp 
Eagle,  Camp  Evans,  and  Quang  Tri  Air  Base,  Telephone  service  is  provided 
to  1216  mainline  subscribers  throughout  the  I  Corps  Tactical  Zone. 


(5)  Switchboard  Facilities: 

Dynamic  TOC 

MTC-1 

Fhu  Bai 

DTE 

Gia  Le 

MTC-1 

Camp  Eagle 

MTC-9  to  be  installed 

Hue  MACV 

MTC-1 

Hue  Citadel 

MTC-7 

Camp  Evans 

2  ea.  TTC-7 

Quang  Tri  Army 

MTC-9 

Quang  Tri  City 

MTC-3 

Dong  Ha 

MTC-1  to  be  phased  out 
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(6)  Phu  Bai  Dial  Telephone  Exchange:  The  Phu  Bai  Dial  Telephone 
Exchange  it  a  1000  line  XT  Stromberg  Carlson  Exchange*  Tho  present  fill 
on  the  Exchange  let 

(a)  Trunks!  89 

(b)  Class  A  -mainline s/instruments  installed:  253/411 

(c)  Class  C  mninlines/instrumonts  installed:  476/752 


(7)  Cable  survoys  conducted:  During  tho  1st  Quarter  FI  69  tho  following 
cable  surveys  voro  conducted: 


SURVEY 

160th  Avn  Gp  Project 
Gir.  Lo-EGL  Tie  Cable 
Ctunp  Evans  Distribution 
Gia  Lo  Distribution 
Camp  Eagle  Distribution 
Gia  Le  Distribution 
PHB-GA&-EGL  Tie  cables 

(8)  O.’blo  Installation:  During 
cable  was  installed: 


CONDUCTED  BY 
63rd  Sig  Bn 
578th  Sig  Co 
578th  Sig  Co 
578th  Sig  Co 
578th  Sig  Co 
CSEMA,  1st  Sig  Bde 
CSEMA,  1st  Sig  Bde 

tho  1st  Quarter  FI  69  the  following 


l60th  Avn  Gp  Cable 

578th  LEM  Cablo 

63rd  Sif<  Bn  Contonmont  Cable 

15th  TC  Cable 

QTA  Interim  Outside  Plant 


1  mi.  50  pair,  1  mi.  25  pair 
1200  ft  25  pair 
1200  ft  25  pair  F8 
1000  ft  25  pair 

18,000  ft  50  pair,  22,000  ft  25  pair 


i.  Visitors:  Tho  63rd  Signal  Battalion  Commander,  LTC  Elmer  H,  Graham, 
oscorted  tho  following  distinguished  visitors  in  the  battalion's  area  of 
operations  during  the  reporting  period: 

(l)  On  5  August  General  Vnn  Harlingen,  Commanding  General,  1st  Signal 
Brigade  (USASTRATCOM),  visited  Eagle's  Nest  to  obsorvo  communications  support 
for  Operation  Sommorset  Plain* 


(2)  On  6  August  General  Van  Harlingen  visited  63rd  Signal  Battalion 
signal  facilitios  in  the  Quang  Tri  City  area* 

(3)  Ch  8  August  Colonol  Richter,  XXIV  Corps  Signal  Officer,  visited 
63rd  Signal  Battalion  facilitios  at  Hue  MACV,  IJuo  Tropo  and  Hue  Citadel* 
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(4)  Ch  14  August  Colonel  McElvee,  Commanding  Officer,  21st  Signal 
Group,  visited  63rd  Signal  Battalion  facilities  in  the  juang  Tri  City  area. 


(5)  On  15  August  Colonel  McElvee  visited  Eagle’s  Nest  to  observe 
signal  support  of  Operation  Sommerset  Plain. 


(6)  On  16  August  COL  Mathews,  Chief  of  Staff,  1st  Signal  Brigade  visited 
Eagle's  Rest  to  insect  signal  facilities  operated  by  this  battalion  in 
support  of  the  101st  Airborne  Division  (Air  Mobile)  on  Operation  Sommerset 
Plain. 


(7)  On  23  August  Colonel  Harbor,  Chief  of  DCA-SAM  visited  the  63rd 
Signal  Battalion  Headquarters  where  he  received  a  briefing  on  the  battalion's 
organization,  operation  and  deployment. 

(8)  on  3  September  Colonel  Horner,  USMC  Communications  Electronics 
Offioer  for  III  MAF  visited  the  63rd  Signal  Battalion  and  receivod  a 
briefing  on  the  battalion's  operations  and  activities. 


(9)  On  7  September  Colonel  McElvee ,  21  st  Signal  Group  Commander, 
visited  63rd  Signal  Battalion  facilities  in  tho  Hue  area. 


(10)  On  11  September  Major  General  Lotz,  Commanding  General,  USA3TRATC0M, 
visited  63rd  Signal  Battalion  facilities  in  the  Phu  Bai  area. 

(11)  On  19  September  Colonel  McElvee,  21st  Signal  Group  Commander, 
visited  battalion  facilities  in  the  Phu  Bai  .  area. 


(12)  On  3  Octobor  General  Van  Harlingen,  Commanding  General,  1st 
Signal  Brigade  (JGASTRATCOM)  visited  battalion  facilities  at  Quang  Tri 
Airfield,  Ca  Lu,  Camp  Carroll,  Cue  Viet,  Dong  Ha,  and  Quang  Tri  City. 

(13)  On  4  October  General  Van  Harlingen  visited  Phu  Bai,  Hue,  Camp 
Eagle,  and  Landing  Zone  Anzio. 

(14)  On  8  October  General  Rienzi,  Deputy  Commcnder,  1st  Signal  Brigade, 
(USASTRATCOM)  made  his  initial  visit  to  the  63rd  Signal  Battalion.  IJhilo 
in  the.  area,  General  Rienzi  visited  XXIV  Corps  Headquarters,  Ca  Lu,  Dong  Ha, 
Camp  Evans  and  selected  facilities  in  the  Phu  Bai  area. 

(15)  On  15  October  Major  General  Schweiter,  Chief  of  Staff,  XXIV  Corps, 
visited  the  UK  I  VAC  1004  data  transceiver  terminal  van. 

(16)  On  24  Ootober  Colonel  Burns,  Director  of  Operations,  1st  Signal 
Brigade  visited  the  battalion  to  obtain  current  information  on  the  Hue 
MACV-Hue  Citadel  cable  project. 
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(17)  On  25  October  Major  General  Schweiter,  Chief  of  Staff,  XXIV  Corps, 
visited  the  battalion  area.  Daring  hie  visit  he  was  shown  the  battalion's 
new  electronic  taainten?no«  facility,  the  battalion  S-4  facilities  and  the 
UHIVAC  1004  van  positioned  in  its  final  location. 

(18)  On  26  Ootober  Colonel  Burns,  Director  of  Operations,  1st  Signal 
Brigade  and  Colonel  Swenson,  Conmanding  Officer,  160th  Signal  Group  arrived 
in  the  area  to  investigate  the  Hue  MACV-Hue  Citadel  cable  project.  While 
in  the  area  they  visited  several  of  the  battalion's  sites.  They  departed 
the  area  on  28  Ootober. 


j.  Aviation!  None 
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SECTION  2.  LESSORS  LEARNED:  COMMANDER*  S  OBSERVATIONS,  EVALUATIONS,  AND 
REC  0  iMK'JDATI  Oi .  S 

a*  Personnel:  None 

b.  Operations: 

(1)  YAGI  Antenna  Orientation 

(a)  OBSERVATION:  That  the  cork  holding  ring  at  the  base  of  a  YAGI 
Antenna  cannot  be  sufficiently  tightened  to  keep  the  antenna  properly  oriented 
during  high  winds. 

(b)  EVALUATION:  The  YAGI  Antenna  is  a  uni-direCtional  antenna,  its 
reception  dependent  on  how  accurately  the  antenna  is  oriented.  The  solution 
to  keeping  it  oriented  in  high  winds  is  to  tape  th  >  guy  line  ring  located 
3/4  of  the  way  up  the  mast,  to  the  mast.  This  affords  added  support  and 
helps  prevent  the  olemonta  from  being  disoriented.  Any  type  of  electrical 
or  friction  tape  may  be  used.  The  gvy  lines  add  additional  support  to  the 
ccrk  holding  ring  at  the  base. 

(c)  RECOi iEKDATIOU  1  That  YAGI  Antennas  be  secured  from  becoming 
disoriented  by  taping  guy  rings. 

(2)  Expedient  _RCr^292.  -Stakes 

(a)  OBSERVATION :  It  has  boen  observed  that  when  using  an  RC-292  antenna 
in  swampy  areas  the  ground  stakes  packed  with  it  will  not  hold  over  a  period 
of  time. 

(b)  EVALUATION:  High  grinds  and  monsoons  t/ill  soon  topple  antennas  not 
properly  guy  staked.  A  solution  is  to  use  eight  foot  engineer  stakes  as 
guy  stakes  with  electrical  tape  inmpped  .around  them  to  protect  the  guys  from 
being  cut  from  the  pressure  on  the  sharp  edges.  Driven  at  the  correct  angle 
these  stakes  have  hold  antennas  up  in  75  mph  winds  with  3  feet  of  water 
around  the  stake. 

(c)  RECOMMENDATION :  That  RC-292  antennas  used  in  marshy  areas  be 
inspected  for  possible  replacement  of  guy  stakes. 

(3 )  Inadequate  WO 

(a)  OBSERVATION:  Recently  during  the  installation  of  an  AK/l ITC— 1 ,  it 
was  found  that  all  trunks  terminating  in  the  trunk  circuits  of  tho  AN/wTC-l 
oro  routed  over  VHP  systems  were  not  functioning  correctly.  Forty-eight  (48) 
volts  was  erroneously  being  supplied  by  the  cord  circuits  of  the  switchboard 
and  was  tripping  the  ringers  of  the  VHF  system. 
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(b)  EVALUATION *  Examination  of  the  trunk  relay  telephone  circuit 
achematic  diagram  revealed  that  ah  iWO  had  been  performed  on  the  00  relays. 
The  D  winding  had  been  jumpered  to  contaot  22.  Thus  when  an  answer  cord 
was  plugged  into  a  trunk  jack,  the  DL  relay  was  operated  and  ground  was 
supplied  to  the  sleovo  lead  of  the  trunk  jack,  This  ground  in  turn  operated 
the  RS  relay  of  the  eord  circuit  which  put  forty-eight  volts  battery  on  the 
tip  and  ring  leads.  1b  resolve  this  problem,  the  sleeve  leads  of  the  tru-k 
jacks  were  disconnected  from  terminal  11  of  the  cirouit  place  terminal  board, 

(o)  RECCK'JuSUOATIOtTt  If  trouble  develops  when  connecting  dial  tnuks  or 
ViIF  trunks  to  tho  truck  circuits  of  an  AN/iiTC-1,  check  for  this  lit/O  on  the 
CO  relay. 

(4)  3isnt  t^t  can  tern 

(a)  OBSERVATION t  Recently  nine  cord  circuits  malfunctioned  in  the  first 
position  of  an  hTC-1,  On  each  of  the  bad  cords,  tho  subscriber  could  hear 
the  operator  but  the  operator  could  not  hear  the  subscriber.  Also  there  was 
no  sidetone  in  the  subscriber’s  receiver. 

(b)  EVALUATION*  An  evaluation  of  the  >roblem  indicated  that  the 
subscriber  was  not  receiving  talk  battery.  This  in  turn  indicated  a  mal¬ 
function  in  tho  operation  of  tho  FS  relay.  A  visual  check  of  the  FS  relrys 
showed  they  ware  not  operating.  One  of  the  many  reasons  for  malfunction  of 
the  VS  relay  is  lack  of  a  ground  indication  from  the  sleeve  lead.  A  check 
of  the  circuit’ schematic  revoaled  that  this  ground  could  bo  interrupted  by 
a  burnt  out  op.U  supervisory  lamp.  This  indeed  oroved  to  be  the  problem  in 
rll  nine  oorcl  circuits. 

(o)  REC0» 23EHDATION :  It  will  pay  in  time  and  effort  to  check  the 
supervisory  lamps  first  when  cord  circuits  malfunction  in  an  HTC-1. 

(5)  Ring  Answer  Dial  Switch 

(a)  OBSERVATION*  Recently  in  the  first  position  of  an  HTC-1,  a  cord 
cirouit  malfunctioned.  Both  the  answer  end  call  plugs  wore  giving  tho 
operators  shocks.  Also  the  operators  wore  occasionally  receiving  shocks  from 
the  exposed  metal  screws  of  the  position  itself. 

(b)  EVALUATION*  The  shocks  received  were  fairly  severe.  Thus  it  was 
suspected  that  120V  ringing  current  was  being  shorl/ed  to  the  tip  and  ring 
leads  of  the  cord  circuit.  Operating  of  the  ringing  key  hand  switch  to  the 
hand  ringing  position  reldevod  the  malfunction  thus  isolating  tho  problem 

in  the  ring  answer  dial  switch.  This  wiring  is  congested  and  closo  togother, 
thus  it  is  conducive  to  shorting. 
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(o)  RECOMMENDATION :  Check  tho  wiring  of  the  ring  answer  switch  bor 
possible  shorts  to  correot  shocks  received  from  plugs  of  an  AN/MTC-1 . 

(6)  Induced  Power  Noise 

(a)  OBSERVATION:  A  considerable  amount  of  noise  was  ^resent  on  certain 
local  battery  trunk  circuits  of  on  AN/toTC-1,  In  several  cases  this  noise 
was  severe  enough  to  require  the  installation  of  a  C-161  coil  in  the  circuit. 

(b)  EVALUATION:  The  noise  had  the  characteristic  of  a  power  hum  and 
was  eminating  from  the  switchboard.  Suspecting  the  power  hum  might  be  picked 
up  by  induction  from  the  interconnecting  power  cables,  these  cables  were 
physically  separated  from  the  26  pair  interconnecting  telephone  cables  along 
their  entire  route.  This  eliminated  the  noise  problem. 

(c)  RECOi'D-iENDATION :  Tho  interconnecting  power  cables  always  be 
separated  from  the  26  pair  interconnecting  telephone  cables  in  on  AN/rfTC-1. 

(7)  Mr  conditi9nML.Ig.gl  Staragg 

(a)  OBSERVATION:  It  was  noticed  that  on  trailer  mounted,  18,000  BTU 
air  conditioners  that  air  circulation  was  hampered  by  the  tool  kit's  position 
on  the  trailer. 

(b)  EVALUATION:  Although  the  operation  manual  does  not  indicate  its 
removal,  tho  tool  storage  section  should  be  unbolted  and  stored  elsewhere. 

Heat  from  the  generator  is  not  dispersed  as  widely  as  it  should  be  for 
protection  of  the  generator  and  for  more  efficient  use  of  the  air  conditioning 

unit  since  the  heat  envelops  the  air  conditioning  unit.  The  box  con  be 
utilized  just  as  effectively  off  the  trailer  and  beside  it. 

(c)  RECOriiENDATION :  Remove  tool  storage  sections  on  18,000  BTU  trailer 
mounted  generators  and  3tore  it  either  beside  or  under  the  trailer  as  the 
situation  warrants. 

(8)  Antenna  Guy  Wires 

(a)  OBSERVATION:  Guy  wires  should  be  included  in  preparation  for  monsoon 
season. 

(b)  EVAULATION:  During  the  monsoon  season  antenna  guy  wires  are 
subject  to  corrosion  and  onn  work  loose  during  high  winds. 

(c)  RECOiiHENDATIOil :  Turnbuckles  should  have  a  good  coating  of  lubricant 
on  thorn  at  all  times  and  guys  should  be  ins  acted  periodically  to  insure 
that  they  are  tight. 
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(9)  fifflflnrtgr 

(a)  EVALUATION *  An  accident  caused  by  personal  carelessness  resulted 
in  the  permanent  lose  of  a  critically  needed  generator  repairman* 

(b)  EVALUATION i  The  individual  in  question  was  trouble-shooting  a  10KW 
J-109  electrical  power  generator*  He  poured  gasoline  into  the  carborator 
in  an  attempt  to  get  the  engine  started*  He  carelessly  poured  an  excessive 
amount  of  fuel  into  the  carburetor  and  spilled  fuel  on  bis  shirt  sleeves 
and  hands*  When  he  attempted  to  start  the  engine,  the  engine  backfired 
through  the  carburetor  causing  a  flame  to  ignite  his  s'drt  sleeve  end  shirt. 
This  resulted  in  2nd  and  3rd  degree  burns  on  Ms  left  forearm  and  abdomen* 
The  individual  was  medically  evacuated  to  the  United  States. 

(o)  RECCNMENDATIOH :  If  the  individual  had  not  been  so  careless  this 
aocldent  would  not  have  happened*  Frequent  training  should  be  given  to 
maintenance  personnel  to  keep  them  aware  of  the  inherent  hazards  when 
trouble -shoo ting  equipment*  Hazards  of  this  nature  should  be  stressed 
during  tho  initial  training  of  maintenance  personnel. 

(10)  fliBrifjgfl  ittmuaL JfriflHg 

(a)  OBSERVATION i  While  reviewing  classified  messages  it  has  frequently 
been  observed  that  tho  last  paragraph  in  a  message  lists  a  rojeot  officer 
and  telephone  number.  In  some  eases  the  message  has  invited  coordination 

fay  telephone* 

(b)  EVALUATION*  This  could  lead  to  the  disclosure  of  classified 
information  to  tho  onemy  or  persons  that  do  not  hjve  the  need  to  know. 

(o)  REOOfJIEHDATICN*  When  it  is  necessary  to  list  a  project  or  contact 
officor  and  telephone  number  in  a  classified  message,  a  statement  should 
be  added  to  tho  effect  that  discussing  of  any  classified  protion  of  tMs 
message  will  be  fay  secu.ro  means  only* 

(11)  Protective  Bunker  Bntrenoo  Way  Blast  Walla 

(a)  OBSERVATION*  The  majority  of  entranco  way  blast  walls  for 
protective  bunkers  now  in  existenco  in  the  Republic  of  Vietnam  roquiro  an 
excessive  amount  of  sandbags  to  construct.  This  is  bocause  the  entrance 
way  walls  arc  conatruotod  ontiroly  of  sandbags. 
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(b)  EVALUATION*  Protcctivo  entrance  way  blast  walls  requiring  loss 
sandbags  can  bo  constructed  in  the  following  manner* 

Materials  required : 

Four  fl"  x  8"  x  10'  logs  (suggested  length) 

Six  shoots  of  12*  Lx  18M  W  PSP 

Sandbags  (filled) 

Constructions 

Nail  tha  tops  of  each  8"  x  G"  x  10'  log  or  camparablo  lumber  to  tho 
top  of  the  bunlcor  body.  A  minimum  of  2$-'  should  be  the  distanco  be  two  on 
each  -positioned  8"  x  G"  x  10'  log.  Tho  base  of  these  logs  nro  thon  positioned 
5'  from  the  bunlcor  body,  and  oro  dug  ono  foot  into  the  ground.  Tho  six 
shoots  of  12'  x  18"  PSP  aro  positioned  vertically  and  arallol  on  thr.  wood 
fromoworlc.  Tho  wood  and  PSP  framework  is  thon  covorod  with  tho  filled 
sandbags.  Approximately  100  sand bag 3  will  bo  sufficient  to  cover  this 
framework.  When  completed  the  blast  wall  will  have  a  65  dogroo  angle. 

(c)  RECOMMENDATION t  During  the  rainy  season  this  type  blast  wall  will 
not  topple  or  require  extensive  repairs.  Less  time  is  required  for 
construction  and  maintenance. 

(12)  RgJjtfpr.qjflg  Sandbag  BunfaEfl 

(a)  OBSEiWATION*  Protective  bunkers  constructed  exclusively  of  sandbags 
have  a  tendency  to  cave  in  totally  during  the  rainy  season.  This  inoludss 
bunker  top,  sides,  and  blast  walls. 

(b)  EVALUATION:  This  problem  can  be  relieved  somewhat  by  constructing 
these  bunkers  in  the  following  manner* 

Materials* 

Any  length 'of  PSP  matting 

Sandbags  (filled) 

Construction* 

Position  a  length  of- PSP  matting  for  the  base  of  each  of  the  bunker 
sides  and  blast  vails.  Position  the  sandbags  on  the  PSP  base  matting,  two 
rows  deep  (minimum).  Stack  the  sandbags  in  this  manner  until  there  are  five 
layers  of  sandbags.  Continue  positioning  the  PSP  matting  every  five  layers 
of  sandbags  until  the  desired  height  of  the  bunker  is  reached. 

(c)  RECOMMENDATION*  Tho  PSP  positioned,  every  fivo  layers  functions  as 
a  stabilising  platform  and  minimizes  the  chance  of  the  sandbags  shifting 
and  therefore  provents  the  bunker  from  collapsing. 
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(13)  Lino  of  Sight  Refraction 

(a)  OBSERVATION i  Installation  of  JHF  systems  when  line  of  sight  is 

not  possible. 

(b)  EVALUATION*  Operational  requirements  necessitated  installation  of 
12-channel  UKF  system  (TRC-24)  under  conditions  which  did  not  pormit  line- 
of-sight  profile  due  to  terrain  features.  After  experimentating  with  various 
froquanoiaa  and  polarisation,  a  reliable  system  was  installed  using 
horisontal  polarisation  and  low  range  bravo  band  frequencies.  Similar 
requirements  since  then  have  been  met  using  the  some  combination  of 
polarisation  and  frequencies. 

(c)  RECOriflENDATIOK i  Provided  that  distance  is  not  too  groat  a  factor, 
reliable  TRC-24  systems  of  satisfactory  quality  can  be  installed  without 
line  of  sight  profile.  Horizontal  polarisation  and  brrvo  band  frequencies 
have  produoed  beat  results. 

(14)  AK/TRC-24  Antenna  Configuration 

(n)  OBSERVATION!  Reduction  of  noise  on  TRC-24  UHF  systems. 

(b)  EVALUATION:  Jbur  AK/TRC-24  tactical.  UHF  systems  were  relayed  on  the 
same  asimuth  at  hilltop  rolsy  site.  Due  to  back  to  back  configuration  of 
antennas,  back  lobes  croatod  unwanted  noise  on  systems  and  hinderod  the 
rbility  to  effect  prompt  frequency  changes  in  oases  of  system  interference. 
These  problems  wore  corrected  by  relocating  antennas  to  the  military  crost 
on  both  aides  of  the  hill,  thus  roducing  noise  levels  by  allowing  the  hill 
mass  to  absorb  and  deflect  baoklobo  RF. 

(o)  OBSERVATION*  When  permitted  by  tactical  and  operational  requirements, 
locate  UHF  antennas  on  military  crest  of  hilltops  to  allow  hill  mass  to  mask 
effeots  of  RF  backlobea. 

(i$)  APIfigEMifiK 

(a)  OBSERVATION*  Engineering  AUTOSEVOCCM  circuits  on  AN/TRC-24-AN/TCC-7 

systems. 

(b)  'EVALUATION*  Extension  of  AtJTOSEVOOOli  service  over  tactical  UHF 
systems  presented  difficulties  involving  adjustment  of  TCC-7  receive  gains 
to  a  level  low  enough  for  SECORD  board  to  ring  subscriber.  In  one  instance, 
receive  gaina  could  not  be  adjusted  low  enough,  which  resulted  in  extended 
outage  of  AUTOSEVOCOM  service  to  subscriber.  Problem  was  corrected  by 
addition  of  5  db  pad  at  tech  control  on  subscriber  end  of  system. 
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(o)  RBCOt  VALIDATION:  A  jfOSEVOCCM  subscribers  with  access  to  SJGCORDS 
through  tactical  VHF  systems  require  -4  to  -3  db  receive  levels  in  order  to 
receive  ringing  frequency  from  SECORD  board.  This  can  be  accomplished  by 
installation  of  5  db  pad  at  tach  control  nearest  the  subscriber. 

(i6j  Hat jBmhl  gLilEIM  3SQLM&L JLIiiaiMl 

(a)  OBSERVATION:  UN IV AC  1004  itode  I  terminal  cannot  receive  page  copy 
using  ACF-127  message  conversion  program. 

(b)  EVALUATION  t  The  Mode  I  terminal  at  fhu  Bed  AACC  was  installed 
using  a  program  that  converted  originated  messages  from  ACP-127  message 
format  to  JANAP  128  messago  format.  The  memory  capacity  of  the  JNIVAC  1004 
is  not  large  enough  to  perform  this  conversion  and  still  provide  a  page  copy 
of  received  messages.  Consequently,  the  messages  received  at  1200  vpm  on 
the  Mode  I  had  to  be  run  off  at  100  vpm  on  teletype  in  order  to  obtain  page 
copy  for  terminated  messages.  This  mismatch  condition  resulted  in  a  high 
backlog  of  terminated  messages  in  the  Phu  Bed  AACC  which  caused  delay  in 
delivery  of  messages.  The  Mode  I  was  doing  the  opposite  of  what  it  was 
intended  to  doj  it  was  placing  a  greater  work  load  on  the  AACC  instead  of 
reducing  the  traffic  load.  When  the  ACP-127  message  format  program  was 
replaced  by  the  JANAP  128  program  board  and  page  copy  of  incoming  messages 
was  received,  the  run  off  mismatch  was  eliminated  and  the  terminating 
backlog  reduoed.  It  was  evident  that  the  message  format  to  be  used  in 
deploying  the  UN IV AC  1004  was  not  considered  as  a  planning  factor. 

(c)  RECOMMENDATION:  That  planning  end  engineering  in  the  future  for 
Autodin  terminals  include  as  faotors  the  message  format  to  be  used  and  the 
functional  parameters  of  the  oquipmsnt  to  bo  utilised. 

(17)  KfrU  .Qarti.  Ante 

(a)  OBSERVATION :  KG-13  card  reader  K0I-1A/TSEC  not  making  correct  contact 
to  synchronize  the  equipment, 

(b)  EVALUATION:  It  was  discovered  that  Vury  often  during  daily  RADAY 
key  change  with  KG-13  Comseo  equipment  the  equipment  vrauld  not  run  up 
immediately,  even  when  in  a  local  loop  configuration.  Sometimes,  however, 
merely  opening  arid  closing  the  card  reader  drawer  would  correct  the  condition 
and  the  equipment  would  synchronize.  It  was  deduced  that  possible  the  card 
reader  had  become  dirty  and  the  only  cleaning  solution  available  was 
rubbing  alcohol.  After  cleaning  the  contacts  in  the  card  reader  with  a  rag 
damp  with  alcohol,  no  problem  was  experienced  in  obtaining  an  immediate 
runup  and  synchronization  of  the  equipment. 
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(o)  RECOi.foi'T'lDATTON t  That  aloohol  is  a  good  substitute  cleaning  agent 
vhich  can  be  used  when  a  normal  solvent  is  not  available. 

(18)  &apfgPAgr..tfifihttog 

(a)  OBSERVATION t  Emergency  lighting  to  repair  cable  during  hours  of 

darkness. 

(b)  EVALUATION »  During  a  night  rocket  attack  communications  cable 
irns  damaged  due  to  shrapnel*  When  repair  teams  arrived  they  could  not 
complete  repair  due  to  inadequate  lighting* 

(c)  REC0t4 iEi TDATI0N »  All  cable  construction  and  splicing  tea...3  sho’xld 
be  equipped  with  emergency  lighting  kits. 

(19)  6§flfi,.gqpX  frotaotara 

(a)  An  unfavorable  characteristic  of  the  6800  cook  protectors  is  that 
they  do  not  pop  out  when  heat  coils  are  blown. 

EVALUATION:  Recently  a  power  surge  on  the  outside  cable  plant  in  Fhu 
Bai  caused  the  heat  boils  to  blow  on  the  6'  00  cook  protectors.  It  was 
observed  that  the  blown  coils  could  not  be  visibly  detected. 

(c)  RECOMiENDATION :  When  a  power  surge  comes  in  on  a  cable  all 
protectors  on  the  cable  should  be  replaced  and  than  tests  conducted  to 
repair  blown  ones. 

(20)  Utilization  of  TA-312  Telephone. 

(a)  OBSERVATION*  Serious  difficulties  have  been  experienced  in 
maintaining  a  reliable  telephone  subscriber  service.  During  the  past  quarter 
many  underground  oablea  have  been  cut  or  damaged.  Due  to  these  many  splices 
and  non-availability  of  splicing  material  several  sub-standard  splices  were 
made.  Due  to  excessive  rain  many  splices  are  breaking  down.  However, 
ohonging  cable  pairs  is  very  time  consuming  and  causes  poor  subscriber 
service. 

(b)  EVALUATION*  It  has  been  observed  that  the  placement  of  a  TA-312 
at  these  trouble  locations  in  the  place  of  the  standard  common  battery 
TA-236  results  in  better  subscriber  satisfaction  in  the  local  battery 
position  because  tho  TA-312  is  not  as  sonsitive  to  poor  quality  cable  pairs 
as  tho  TA-236. 


(o)  RECGMHENDATION t  That  TA-312  tolophones  bo  used  when  difficulty 
arises  from  faulty  cable  splices  or  a  poor  ground  on  a  cablo  framo. 
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o«  Training*  None, 

dt  Intelligence!  None* 

e..  Logistics: 

(1)  Vehicle  Battery  Care 

a*  OBSERVATION!  Tops  of  batteries  blowing  off. 

b,  EVALUATION:  Humorous  batteries  have  had  their  life  span  cut  short  duo 
to  overcharging  of  the  vehicle  voltage  regulator.  This  causes  the  vehicle  to 
be  deadlined  at  least  for  the  'period  of  replacing  the  battery  in  addition  to 
the  cost  of  the  battery  plus  manhour  cost. 

c,  RECOMME’DATIOiJ :  Each  voltage  regulator  be  checked  at  organizational 
maintenance  level  with  a  low  voltage  circuit  tested  and  output  set  at  27.5  volts. 
Reseal  the  voltage  regulator  after  adjusted.  This  will  enhance  the  lifs  of 

the  battery  and  save  time,  money,  and  manpower. 

(2)  Generator  Starters 

a.  OBSERVATION :  Burning  out  of  generator  starters. 

b.  EVALUATION:  Many  10  KW  generator  starters  armatures  are  being  burned 
up  unnecessarily  duo  to  holding  the  start  switch  in  the  "OH"  position  for 
periods  exceeding  15  seconds.  This  causes  the  starter  to  burn-up,  thus  causing 
down  time,  inconvience,  and  money. 

o.  RECOMMENDATION:  When  startiry-  generators,  engage  the  start  switch 
for  no  longer  than  seconds.  Allow* at  least  1  full  minute  to  elapse  before 
txying  to  re-start  tr..  angina.  This  will  allow  the  starter  armature  to  cool 
sufficiently, 

(3)  CMsiLiA&Bg 

a.  OBSERVATION:  Excessive  clutch  slippage. 

b.  EVALUATION:  Many  vehicle  clutchs  are  requiring  adjustment  or  replacement 
far  ahead  of  their  time  due  to  operators  putting  their  foot  lightly  on  the 

clutch  pedal  while  traveling  down  the  road.  This  uses  up  the  required 
"Free-Travel"  and  causes  dutch  discs  to  be  replaced  more  frequent  than 
necessary. 

o.  RECOMMENDATION:  Enphasis  to  operators  to  not  uso  the  clutch  as  a 
"Foot-Rest",  Use  the  clutch  only  when  shifting  gears  and  put  foot  on  vehicle 
floor  when  done  shifting. 
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SCCF7—NG— i'B  31  October  1968 

SUBJECT*  Operational  Report  for  Headquarters  63rd  Signal  Battalion 
(A ray)  for  Period  Ending  31  October  1968,  RCS  CSPOiU65  (Rl) 

(4)  Mesa  Hall  Ovens 

a*  OBSERV  TION :  Trouble  has  been  experienced  with  the  oven  door  a  of 
Vulcan-IIart  oil  burning  ranges,  a  standard  garrison  mos3  hall  range. 

b,  EVALUATION*  The  hinge  plate  shanks  (hinge  pins)  on  the  ov.n  door  on 
those  ranges  havo  been  breaking  aftor  very  little  uao.  it  was  found  that 
whan  largo  baking  bans  aro  placod  into  or,  roiho^od  from  the  oven  interior, 
tho  door  is  often  required  to  support  a  portion  of  the  weight  of  the  pan 
while  tho  pan  is  oriented  for  insertion  or  safe  removal.  The  door  hinge  pins 
aro  apparently  not  strong  enough  to  support  this  oxtra  weight  and  after 
rolativoly  little  use,  break. 

o.  That  a  free  swinging  brace  be  welded  or  bolted  to  the  top  center  of 
tho  oven  door  so  that  i/hon  tho  door  is  openod  this  brace  will  swing  vertical, 
roach  to  tho  floor,  and  provide  additional  support  for  tho  door. 

(5)  JaroULn/'  of  Key  (bcr.  ted  Locks 

a.  OBSERVATION :  Damp  weather,  dust  and  sand  play  havoc  with  active  tod 
locks  in  Vietnam,  thus  causing  difficulties  when  locking  or  unlocking  the 

moohonism. 

b.  EVALUATION*  An  oxpident  for  preventing  this  problm  is  practically 

ftt  your  fingor  tips  daily.  The  load  (c  rbon)  shavings  emplaced  in  tho  openings 
of  key  actuated  lock  will  function  as  a  lubric  nt, 

o.  RECO’liJh’DATIOi!  {  The  carbon  shaving  from  the  pencils  arc  practially 
Imporvious  to  water  immersion,  thus  water  proofing  the  lock,  moving  parts. 

All  in  all,  tho  carbon  shaving  ’/ill  protect  the  moving  parts  of  key  operated 
looks  much  longor  than  on  oil  lubricant. 

(6)  SfiflyAta 

a.  OBSERVATION*  Some  chain-lock  combinations  on  vohiclos  do  not  provont 
a  vehicle  from  being  driven  away  over  fairly  straight  roads. 

b.  EVALUATION*  Even  vdth  a  lock  and  chain  secured  to  a  vehicle's  steering 
whool  rim  or  spoko,  very  often  thoro  still  remains  a  considerable  amount  of 
vhool  movement  in  oithor  direction.  In  this  case  a  locked  vehicle  con  of  ton 

bo  drivon  away  dospite  the  presence  of  tho  lock  and  chain  provided  no  sharp 
turns  have  to  be  negotiated.  Before  securing  tho  vohiclo,  the  steering  whoe}. 
should  bo  turned  to  tho  oxtremo  right  or  oxtromo  loft  position. 

c.  RECCfc EiENDATION *  Thi3  way,  even  with  somo  play  in  tho  locking  arrangement 
it  will  only  pormit  the  vohiolo  to  bo  driven  in  circles. 
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S0C.T7-N0-PB  31  October  1968 

SUBJECT :  Operation. -2  Report  of  Iloadqvvartors  63rd  Signal  Battalion 

(Array)  for  Period.  Endin,-  31  October  I960,  RCS  CSFOft.65  (Hi ) 

3.  Ssg&sa. In  .tha  Aaa:  &icag.  MaxttJJLfltL. 

Omittod, 


1  Incl 

Organic,  assigned, 
attached  OPCGN  units 


dc,  %*/,  '^7  ^ 

■  *  i 


/4  ^'v  * 


DISTRIBUTION: 

1  -  Assistant  Cliicf  of  Staff  for  Force  Dovolopmont,  Dopartmont  of  tho  Array 
(ACSFOR,  DAI),  Washington  D.C.  20310 

1  -  CG,  USASTRATCOii,  Fort  Jluachuca,  Arizona  05613 

2  -  ACSFOR,  DA,  with  1st  Indorsement 

2  -  CIUCTJSARFAC,  ATTN:  GPOI'-DT,  APO  96558 

3  -  CG,  USARV,  ATTO:  AVHGC-DST,  APO  96375 

1  -  CG,  1st  Signal  Brigade  (TjSASTRATCM),  ATT  .:  SCCVOP,  APC  96364 
1  -  CG,  USASTRATCOMPAC,  Schofiold  Barracks,  Hawaii,  APO  96557 
1  -  CO,  21st  Signal  Group,  APO  96240 
1  -  oa  Staff  Scotion,  63rd  Signal  Battalion,  APO  96308 
1  -  oa  Subordinate  Unit,  63rd  Signal  Battalion 
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SCCPV-NQ-OPP  (31  Oct  66)  1st  Ind 

SUBJECT  i  Operational  Report  of  Ke?-dquarters,  63d  Signal  Battalion 

(ARll)  for  Period  Ending  31  October  1568,  RCS  C3FCR-65  (Rl) 

9 

D A,  Hi,  21st  Signal  Qroup,  APO  9621*0  21*  ITovanber  1968 

TOt  Cowand lng  General,  1st  Signal  Brigade,  APO  San  ?renclsoo  963% 


1*  Subject  report  is  forwarded  in  accordance  with  1st  Signal  Brigade 
Regulation  1-19. 

2,  The  report  has  bean  reviewed  by  this  headquarter-3  and  is  concurred 
in  as  indorsed  with  the  following  comments  and/or  exceptions  concerning 
referenced  paragraphs. 

a.  Paragraph  2b($)  (b),  P.16,  Change  "1207"  to  "?0W 

b.  Distribution  is  not  in  accordance  with  1st  Signal  ’Vigr.de  Reg¬ 
ulation  1-19.  Distribution  will  be  correct  on  future  CRLL'b. 


SCCPV-OP-CR  (31  Oct  68)  2d  Ind 

SUBJECT!  Operational  Report  Of  Headquarters,  63rd  Signal  Battalion  (Arruy) 
for  Period  aiding  31  October.  1966,  RCS  CSFQR-65  (Rl) 

04,  HQ,  1st  Signal  brigade  (USASTRATCQM) ,  IPO  9633b  11  December  1968 

TO*  Commanding  General,  United  States  Army  Vietnam,  ATTN*  AVHGC-DST, 

APO  96375 

1*  Subject  report  ie  forwarded  in  accordance  with  USARV  Regulation  £2^-l£. 

2«  The  ruport  has  been  reviewed  by  tills  headquarters  and  is  concurred  in  ns 
indorsed,  with  the  following  commonts  concerning  pnra.gr aph  li(6),  pa-c  13* 
Delete  "Chief  of  Staff"  and  insert  "Deputy  Commander"*  ‘ 

FOR  THE  COKMliOERt 


CF» 

Commanding  General,  United  States  Army  Strategic  Communications  Command , 
ATTNt  DCSOPS,  SCC-OPS-IIT,  Fort  Huachuca,  Arizona  8£6l3 


A 


27 


AVHGC-DST  (31  Oct  68)  3d  Ind 

SUBJECT!  Operational  Report  of  Headquarters  63d  Signal  Battalion  (Any) 
for  Period  Ending  31  October  1968,  KCS  CSPOR-65  (Rl) 

HEADQUARTERS,  UNITED  STATES  ARM2T,  VIETNAM,  APO  San  Francisco  96375  t  FEB  1969 

TOt  Connander  in  Chief,  United  States  Amy,  Pacific,  ATTNt  3PCP-1/T, 

APO  96558 

1.  This  headquarters  has  reviewed  the  Operational  heport -Lessons  Learned 
for  the  quarterly  period  ending  31  Ootober  1968  frost  Headquarters,  63d 
Signal  Battalion. 

2.  Comments  follow! 

a.  Reference  item  concerning  classified  message  writing,  page  IP,  para¬ 
graph  2b(lO).  Nonconcur  in  the  recomnandation.  AK  380-5  prohibits  the 
discussion  of  defense  information  in  telephone  conversations  except  as  may 
be  authorised  over  approved  circuits. 

b.  Reference  item  concerning  page  copy  on  UNIVAC  Mode  I  Terminal,  pa'e 
21,  paragraph  2b(l6).  Concur  in  the  recommendation.  Nonconcur  in  th» 
evaluation  concerning  inadequate  engineering.  Two  alternatives  existed 
for  operation  of  the  UNIVAC  XOOA  at  Phu  Bai.  Either  JANAP  128  format  or 
ACP  127  format  could  be  used.  The  former  alternative  would  iiave  provided 
page  copy  for  terminating  messages  but  would  have  denied  AUTOLIN  access 

to  the  manufil  teletype  network,  then  operating  in  127  format.  Tie  latter 
alternative  acknowledged  certain  temjwrary  limitations  which  were  con¬ 
sidered  acceptable  in  order  to  provide  immediate  AUTODIN  access  for  this 
network.  Once  this  network  converted  to  JANAP  128  format,  the  UNIVAC 
1004  could  then  operate  to  provide  both  page  copy  and  punched  paper  tape 
for  manual  relay.  The  JANAP  128  format  conversion  program  for  HVN  ie 
scheduled  for  completion  by  March  1969. 

FOK  THE  COI'iKAFDER! 


Asst  Adjutant  General 

Cy  furn! 

H2  1st  Sig  Brie 
HQ  63d  Sig  to 
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CPCP-DT  (31  Oct  6$)  4th  Ind 
SUBJECT:  Cfcorational  Report  of  HQ,  63d  Si* 
31  Octobor  1968,  KCS  CSFOR-65  (HI) 


Bn  (Aray)  for  Period  Ending 


MQ,  US  Aray,  Pacific,  APO  San  Pranciaco  96558  1  3  FEf?  1969 


TO* 


Aaaiatant  Chief  of  Staff  for  Force 
Aray,  Washington,  D.C.  20310 


Dovalopaant, 


Oepartaont  of  the 


FOR  THE  COMAHOIt  IK  CHIEF: 


C.  L  SHORTT 
CRT,  AGO 
Aut  AG 
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63 HD  SIGNAL  BATTALION 
ASSISTED 

Headquarters  and  Headquartors  Company 
Company  B,  37th  Signal  Battalion 
588th  Signal  Company  (Support) 

596th  Signal  Company  (Support) 

OPERATIONAL  CONTROL 

2nd  Platoon,  Company  3,  40th  Signal  Battalion 
7  Tropo  Towns,  337th  Signal  Company,  37th  Signal  Battalion 
2  Microwavo  Towns,  37th  Signal  Battalion 
194th  MP  Company,  Security  Dotachmont 

2  AUTOSEVOCOM  Teams,  Regional  Cogm  Group  (Rations,  Quarters,  UCMJ, 
Lsgistios  and  Maintonanoo) 

ATTACHED 

COMSEC  Logistic  Support  Unit,  706th  Signal  Dotachmont  (Rations, 
Quarters,  UCMJ  and  Logistic  Support) 

Photo  Team,  221  st  Signal  Company  (Rations  and  Quartors) 


Inclosuro  1 


3o 


usi,iw\.lSmEI) 


DOCUMKMT  CONTROL  DATA  -RAD 


T^BiamaVtnvrry 
HQ,  OACSFOt,  DA,  Washington,  D.C.  20310 


I*  rijwjjjg 


p^S553ri5fe3S7TTer7T*IrIcr»iSlH 
Unclassified 


l  NON  4i?we  '  . . . 

Operational  Report  -  Lessons  Learned,  Headquarters,  63rd  Signal  Battalion 

4 

■  «.  ocMei»vure  Mores  fffcpeo#  w*  *«*■<••  «Mm# 

CO,  63rd  Signal  Battalion 

31  October  1968 
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•  I.  IMHMIIHM  MILITANT  ACTIVITY 

N/A 


OACSFOR,  DA,  Washington,  D.C.  20310 
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UNCLASSIFIED 


